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CONEIDENTIAL STATE 171415 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, FR, PL, US 

SUBJECT: US SPECTRUM ANALYZER TO POLAND - IL 1533 

REF: A. COCOM DOC (75) 953 
B. OECD PARIS 18155 

EQUIPMENT IN QUESTION IS DESCRIBED ON PAGE 463 OE HEWLETT- 
PACKARD CATALOG WHICH STATES THAT 8554B HAS A TUNING 
RANGE OE 100 KHZ TO 1250 MHZ AND MAXIMUM SCANWIDTH 
OE 1250 MHZ. US EXPERTS BELIEVE CATALOG DESCRIPTION 
SHOULD ANSWER ANY TECHNICAL QUESTIONS ERENCH MAY 
HAVE. KISSINGER 
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